Message 


From; Hanchett, James (DPH) [/0=C0MM0NWEALTH OF MASSACHUSETTS/OU=MASSMAIL- 

01/CN=RECIPIENTS/CN=JAMES.HANCHETT] 

Sent: B/A/lOll 4:35:19 PM 

To: 'pmorgan(S)ehs.umass.edu' [pmorgan@ehs.umass.edu] 

Subject: Shower Test 

Hi Yung, 

We need shower testing done in the 4 quarters of the year. Q1 (Jan 1 to March 31), Q2 (April 1 to June 30), Q3 
(July 1 to Sept 30) and Q4 (Oct 1 to Dec 31). Our last test was 4/25/12 when will the next one be? If it will be in Q3 ok if 
not can we borrow equipment to self test? 

Thanks, 


Ji m Hanchett 

Department of State Police 
Amherst Drug Lab 
RoomN251 Morrill I 
637 North Pleasant Street 
Amherst, MA 01003 
Phone 413-545-2607 
Fax 413-545-2608 
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